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Chief, Support Staff/ ORR 


22 October 19 5^ 


Acting Chief, Industrial Division, OHR 

FOIAb3c 

Revision Of Cleared list for Access Files . 


FOIAb3c 

1 . in accordance wi th nev crite ria under which it is expected 
work will be perforated files at least one or sore days 

per mek is the sear future, the following names mj be removed trm 
the D/I cleared list- 


25X1 A9a 


2. It is requested the following persons be retained os the 
cleared list- 

I/GM 
i/m 
I/SH 
i/m 
I/SH 
I/SH 
I/ME 
i/m 

3- It is understood additional clearances can be obtained os 
short notice when it becomes necessary for analysts not on the 
cleared list to do work In the files. FOIAb3c 




25X1 A9a 




